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5. (Internal Use Only - LLM) George Murphy, Deputy Director, 
Joint Atomic Energy Committee, called in connection with the New York 
Times story on intelligence reorganization and I told him that I was not 
informed. 


6. (Unclassified - LLM) Bill Knox, in the office of Representa- 
tive William S. Mailliard (R. , Calif. ), called and wanted to know when 
his visit to the Agency with the Stanford group would be over, which 
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